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STATEMENT OF WORK 
ADDITIONAL ENGINEERING MODEL OF 
~ L, M AND N RACKS 


The Contractor proposes to provide the necessary engineering, 
labor, facilities, and material to perform the following work: 


Item Description 
ih Develop, design, fabricate and test one 


(1) deliverable engineering model each of 

the following equipments in accordance 

with the Technical Exhibit (CMCC 1135X5. 24) 
contained in Proposal CAN -62 dated 22 
February 1957. 


a. Auxillary Data Separator Equipment 
(L. Rack) 


b. Auxillary Data Display Equipment 
(M Rack) 


c. AGC Data Selector Equipment 
(N Rack) 


These equipments are in addition to the one 
(1) engineering model and one (1) prototype 
described in our Proposal dated 22 February 
1957. (CMCC 1131X5. 93) 
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